



















Tissue Box Pattern 







I have included all four sides of the box in the 
pattern but you should stack cut the identical 
sides for speed. This will also ensure that the 
sides are the same size. 



Take care to cut accurately when you cut the 
slot and tabs. You want the sides to fit together 
well. You can make up for some flaws by sanding. 
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